DART AEROSPACE 
LTD 
Work Order: 


Description: 
Access 
Panel 
Part Number: 
03256-3 
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FIRST ARTICLE 
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Drawing 
Actual 
Method 
of 
Tolerance 
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24.00 
+/-0.030 


6.10 
+/-0.030 


11.25 
+/-0.030 


10.55 
+/-0.030 


1.60 
+/-0.030 


1.50 
+/-0.030 


4.15 
+/-0.030 


1.30 
+/-0.030 


0.65 
+/-0.030 


0.65 
+/-0.030 


1.50 
+/-0.030 
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